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SUBJECT: POST OF DIRECTOR, FOREST INDUSTRIES DIVISION 
REF: (A) STATE 203338 (NOTAL) (B) ROME 11676 

1 . EMBOFF PASSED MESSAGE OF OUR INTEREST IN POST OF DIRECTOR OF FOREST 

INDUSTRIES DIVISION TO FAO ASSISTANT DIRECTOR-GENERAL DR. KING ON HIS 
RETRURN FROM VACATION AUGUST 30. UNFORTUNATELY DIRECTOR-GENERAL SAOUMA 

HAD ALREADY OFFERED POST TO AUSTRALIAN. PROF.A.J. LESLIE, WHO HAS 
ACCEPTED AND WILL COME ON BOARD IN NOVEMBER. LESLIE IS MORE OF AN 
ECONOMIST AND STATISTICIAN THAN FOREST INDUSTRY EXPERT. KING MADE 
CLEAR HIS SUPPORT FOR SWIDERSKI, BUT SWIDERSKI'S LACK OF FULL 
U.S. CITIZENSHIP AND AUSTRALIAN PRESSURE WEIGHED HEAVILY IN 
DIRECTOR GENERAL S THINKING. 

2. EMBOFF ALSO DISCUSSED MATTER WITH SWIDERSKI WHO IS GLAD AN EAST 
EUROPEAN DID NOT GET JOB. SWIDERSKI EMPHASIZED THAT ROLE OF ADVISORS 
WOULD BE IMPORTANT WITHOUT AN INDUSTRY EXPERT AT HEAD OF DIVISION. 

A NUMBER OF SLOTS WILL BE COMING OPEN AND SWIDERSKI HAS PROMISED 

A LIST OF JOBS AND RESPONSIBILITIES SO WE CAN TRY AND GET A 
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